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BILL NO. s-92-01-/ 


SPECIAL ORDINANCE NO. S- [7-72 


AN ORDINANCE approving the awarding 
of Reference #2FLP068 by the City of 
Fort Wayne, Indiana, by and through 
its Department of Purchasing and ALL 
PHASE ELECTRIC for the Three Rivers 
Filtration Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 

SECTION 1. That Reference #2FLP068 between the City 
of Fort Wayne, by and through its Department of Purchasing 
and ALL PHASE ELECTRIC for the Three Rivers Filtration 
Plant, respectfully for: 

the purchase of Genesis software 

package for the pump station controls 

for the Three Rivers Filtration 

Plant; 
involving a total cost of Fifteen Thousand Four Hundred 
Eighty-Two and no/100+/- Dollars ($15,482.00+/-), all as 
more particularly set forth in said Reference #2FLP068, 
which is on file in the Office of the Department of 
Purchasing, and is by reference incorporated herein, made 
a part hereof, and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


Jau M Eade 
J. Timoth aulay, City Attorney 

















Read the first, time in full and on motion by Bradt bite] ' 
seconded by ovis , and duly agopted, rẹ UP. second téma by 
title and referred to the Committee on E D : x (and the 

City Plan Commission for recommendation) ang O be held after 














due legal notice, at the Commo , City-County 
Building, Fort Wayne, Indjat , day 
of M., E.S.T. 





SAND E. KENNEDY, CITY CLERK ¢ 

Read the third time in full and on motion by Led heerd , 
seconded by , and duly adopted, placed on its sage: 
PASSED by the following vote: 


AYES NAYS ABSTAINED ABSENT 


oa? 


ne 


TOTAL VOTES 7 

BRADBURY -— 

EDMONDS Za _ 
GiaQUINTA oe >a 
HENRY ee oo 
LONG 
LUNSEY 
RAVINE 


SCHMIDT 


VAN 


TALARICO 


foal / 
DATED: /7A FE. KMn É oOo 
SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 





Indiana, as (AT E + 


(SPECIAL) (ZONING) RESOLUTION 0. AAAI F QL 


on the 2 FEL day of 










SANDRA E. KENNEDY, CITY CLERK 


ity of Fort Wayne, Indiana, on 


Presented by me to the Mayor of the 


the OF LL day of 


7 »M., E.S.T. 


SANDRA E. KENNEDY, CITY a 
Approved and signed by me this SA day of Lb , 
19 92 , at the hour of Zro o'clock X M., E.S.T. 


ALUL 


PAUL HELMKE, MAYOR 


BILL NO. S-92-01-16 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


JANET G. BRADBURY, CHATRWOMAN 
SAMUEL J. TALARICO, VICE CHATRMAN 
LUNSEY, LONG, GiaQUINTA 




















WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
REFERRED AN (ORDINANCE) (RESQKNXXQN) approving the awarding 
of Reference #2FLP068 by the City of Fort Wayne, Indiana, by 
i k £ i A PHASE ELECTRIC. for 
i Pla 
HAVE HAD SAID (ORDINANCE) (RESQLYUPRZQN) UNDER CONSIDERATION 


AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (RESQHUREQN) 
“W 


« DO PASS DO NOT PASS ABSTAIN NO REC 


( LLORES 


LL KCF Ze LEC. 


DATED: /-2 Z, 


Sandra E. Kennedy 
City Clerk 


DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approving the award of Ref. 
No. 2FLP068 for the purchase of Genesis software package for the 
Three Rivers Filtration Plant. The cost reflects the most 
responsive vendor. 


SINGLE SOURCE 
IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Purchase pc software to enable electronic 
hardware essential to communicate with remote sites from the 
Filtration Plant as an integral part of the pump station 
controls/instrumentation/telementry project. 


IF REPLACEMENT, WHAT NECESSITATES: Failing and obsolete 
equivalent equipment cannot be repaired and can best be replaced 
with this package. 


EFFECT ON NON-PASSAGE: Communications to remote pumping, 
elevated and ground elevation water reservoirs will not be 
possible requiring extensive man hours and overtime to perform 
manually and potential of interrupting water services to areas 
served. 


PRIOR APPROVAL REQUESTED: NO DATE: 

MONIES INVOLVED: All Phase Electric $15482.00+/- 
PRICE AGREEMENT: PURCHASE ORDER: YES 

ACCOUNT INFORMATION: Filtration Pl §13-523-B101-4454 
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